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ABSTRACT 


In latest years, indoor positioning techniques have gained much attention, 
because of the absence GPS signal, so this paper shows a low priced mobile 
mapping system through using the advantages of integrating inertial 
navigation with smartphone sensors information concerned to a previous 
training phase with a magnetic map properly computed to more accurate 


positioning. Thus, areal online data sets were compiled through the use of 
ultra wide band to furnish an accurate positioning on the whole area of test 
and compute a trajectory used as a reference. Then, the use of the pedestrian 
dead reckoning based approach and IMU help to supply external information 
from the Wi-Fi signal that is used to exploit the received signal strength path 
loss, which is possibly used to assess the space between the device and 
(PDR) access points. Furthermore, these real online data sets have been processed 
Received signal strength (RSS) using Matlab to illustrate the different paths of the area of test. Also, using all 
Smartphone sensors (IMU) RSS for every path line, different images were created. Finally, the 
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Ultra wide band (UWB) positioning efficiency that is possible to be realized using information from 
IMU and UWB accelerated the fingerprinting training phase. So, the 
graphical analysis is used to summarize the results that match the closest path 
to the true path using mutual information. 
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1. INTRODUCTION 

Indoor localization used for providing users with location identification, navigation, and many other 
services to meet the positioning demand of different groups of people. Most researchers switch from outdoor 
to indoor positioning because it cannot be extended to practice due to poor GPS signals and the difficulty of 
indoor environments with many barriers. There are a large range of indoor location technologies, such as: 
visual, infrared, Wi-Fi, ultra wide band (UWB), bluetooth, inertial navigation, and magnetic field 
technologies, so it is widely agreed to use information from different sensors to enhance indoor positioning 
performance [1], [2]. 

Nowadays, Most of the buildings also have Wi-Fi access points APs, so the location of Wi-Fi is 
very beneficial to users. Wi-Fi technology has many benefits, such as: 1) Widely dispersed hot spots. Wi-Fi 
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hotspots can be spread in a number of large or small buildings, making Wi-Fi placement ideal for many 
indoor environments; 2) Low access conditions; 3) High flexibility. WiFi signals are not impaired by non- 
line vision in a complex indoor setting [3]. 

But several external variables, such as: reflection, refraction, multi-path, shadow fading, scattering, 
and hindrances, are easily influenced. These interferences contribute to a significant deviation in pure Wi-Fi 
based localization in order to solve these obstructions by utilizing mobile terminals (phones and tablets) own 
built-in inertial sensors (magnetometer and accelerometer) that can be used to alter user trajectories. Since 
many sites have their own indoor maps online, the tracking service can deliver better results (more smoothly 
avoiding paths to the pass-through walls) using map information [4]. 

It is also clear that the precision of the position can be greatly improved by indoor maps and inertial 
sensors. There is however a lack of a sensible scheme to fuse map and sensor data with Wi-Fi indoor 
positioning. Due to the current sensor noise, the continuous use of inertial sensors creates a wide drift [5]. As 
such, it has attracted a great deal of interest in indoor positioning detection by using smartphones and 
magnetic fields because the magnetic field can be analogous in different locations. Magnetic data may not 
however be peerless inside a large indoor space since the single magnetic field pattern (magnetic fingerprint) 
consists of only a limited number of parameters and the fingerprint database needs to be updated periodically 
[6]-[8]. 

In this paper, the tracking algorithm is consisting of smartphone inertial sensors IMU given the 
possibility of obtaining magnetic field measurements at a much higher sample frequency with respect to 
Wi-Fi RSS on android phones and based on the pedestrian dead reckoning PDR approach integrated with 
external information, such as Wi-Fi and magnetic field fingerprinting, in order to offset the drift of 
assessment derived from the inertial sensors [9], [10]. 

The approach to pedestrian dead reckoning PDR is one of the most efficient in positioning 
assessment techniques and consists mainly of three phases: 1) Step detection; 2) Step length; and 3) Walking 
direction determination, so the PDR method is used in this paper to offer the simplicity of the path loss model 
and its higher reliability in open spaces. It is known as a camera because the fingerprinting training process is 
generally very long, in some works, so the path loss model RSS has been combined with the PDR method to 
establish different paths for the area of test [11], [12]. 

The operator moves freely on the area of test when collecting Wi-Fi RSS and magnetic field 
measurements, and then the operator's movements are monitored by the UWB positioning system during all 
data collection. In addition to covering the area of test as much as possible when collecting data from 
smartphone inertial sensors IMU on a spatially almost continuous trajectory [13]-[15]. Moreover, the 
trilateration approach is used in this paper to clarify the reference trajectory that considered to be the most 
renowned Wi1-Fi-based positioning strategy, requiring distances between a mobile user and at least three 
access points APs to assess the location of a mobile user [16]. 

By means of the previous narration and the existence of all these challenges and difficulties that 
have been described in indoor positioning, some researchers used only a single sensor or Wi-Fi in positioning 
and used magnetic field vectors are not special in a wide area, but can be used to distinguish between 
different locations in a small area, so it is not a good option to estimate the user's position [17], [18]. Thus in 
this paper, a combination of Wi-Fi, RSS, magnetic field measurement, UWB devices and smartphone inertial 
sensors IMU was used for more precise indoor positioning, but the challenge was to locate a synchronize 
Wi-Fi access points APs to acquire fine-grained and extract timing details. 

The main purpose of this experiment is the utilization of a low-price mobile mapping system 
consisting of smartphone inertial sensors IMU and UWB to provide a robust indoor positioning system and 
shortens the duration of the fingerprinting phase. Also, this can be used for simultaneous localization and 
mapping (SLAM). By combining Wi-Fi and motion calculation, to minimize the difference among the 
position and the indoor frame and deduce the map [19]-[21]. 


2. THE PROPOSED METHOD 
In this experiment, the smartphone inertial sensors IMU have been tracked by the UWB devices, so 
the dynamic model can be expressed as: 


peee i 
Regen cla i 
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where [v,.(t), v,(t)] are the two dimenstion velocity at time (t) Jey x(0), ey +(t)| are the variation at time (t) 
and At the time interval among two sequential (UWB) transceiver devices. 

The extreme likelihood formula of the trilateration problem for the UWB devices to get the 
reference trajectory, where the altitude of the device is supposed to be approximately fixed in Z direction can 
be expressed as the optimization equation: 


ROIO) = arge,ymin YT, 1 3) 





d;(i) = (xi E Kanha) + (Yi g Yoncha) + (zi 7 Anche) (4) 


where [R(i) ¥(i) Z|" is the estimated position corresponding to the it UWB time sample, r;(i) is the 
measurement of the j? anchor at the i (UWB) time sample, o, is the uncertainty on UWB measurements 


(assumed for simplicity to be zero-mean and Gaussian), Laer Yanch,j neu) is the position of the j” 
anchor and II; (i)is an indicator function: its value is one if ther; (i) is available and zero if not. 

In the future, the particle filter will be added to the proposed method to provide a more efficient and 
accurate estimated positioning on the area of test to match the estimated path to the real path with high 
probability. Table 1 demonstrates the algorithm of how to run the experiment steps to create an inexpensive 
and robust system that can be utilized in more accurate indoor localization. 


Table 1. General algorithm for the experimental procedures 
General algorithm for the experimental procedures 

1-Collecting data by using Pozyx (UWB) devices and smartphone inertial sensors. 
2-Preprocessing data then loading these processed data using Matlab. 
3-Representing (2D) trajectory estimated with (UWB) and the 3 tracks in phase one. 
4-Showing points of the first to third track in phase one (which is divided into 6 sub-tracks). 
5-Clarifying Wi-Fi measurements and representing the relation between (RSS) vs time. 
6-Investigating Magnetic Field measurements. 
7-Creating the paths images for the Center of the corridor first track of phase one. 
8-Creating the paths images for the Left of the corridor first track of phase one. 
9-Creating the paths images for the Right of the corridor first track of phase one. 
10-Separating all paths and constructing (RGB) histogram fo each path. 
11-Dividing each path into equal distances (every five meters) then construct (RGB) histogram. 


12-Using mutual information for matching between different paths to know accurate positioning. 


3. RESEARCH METHOD 

In this experiment, the test area consists of a couple of corridors on the 2"? floor of a building of the 
University of Padua in Italy. The distance of such two corridors is approximately forty meters and twelve 
meters, respectively. Furthermore, the two corridors were equipped with eleven Pozyx UWB devices 
distributed over the test area and six Wi-Fi devices on the top of two corridors. Figure 1 displays the image of 
the corridor and it is map. 





(a) (b) 
Figure 1. Displays the image of, (a) Image of the area of test, (b) The map of the area of test 


The real online data sets in this experiment were collected during (44) minutes both with Pozyx 
UWB and with smartphone sensors one three phases. Phase 1: some quite slow walks along the corridor in 


Indoor positioning system based on magnetic fingerprinting -images (Ahmed Gamal Abdellatif Ibrhaim) 


1328 O ISSN: 2302-9285 


front of the CIRGEO lab and then back. Three different tracks, repeated consecutively three times each, one 
in the middle of the corridor, one near to the wall, and one near to the windows. In each run, we stopped at 
least before coming back and before starting again for some seconds. Phase 2: three tracks (middle, close the 
wall, and close to the windows) stopping in correspond to each brown line on checkpoints. Phase 3: 
randomly walking on the corridor for 43 minutes: Wi-Fi-magnetic field fingerprinting on "checkpoints" in 
the middle of the corridor. So by fusing these real data sets leads to more accurate positioning. 

Figure 2(a, b) show the images of the eleven pozyx UWB devices were distributed in the bottom of 
the two corridors to provide accurate positioning on all the area of test compute a trajectory to be used as a 
reference. UWB devices often called anchors and rover devices named tags which based on the use of a 
network of devices fixed on invariant and known positions. Tag is connected with a smartphone to store the 
UWB measurements along the test area with their time-stamps. The distance between tags and anchors can 
be measured trilateration that can clearly be improved if the UWB is ranging error is properly modeled, 1.e. 
Calibration of the UWB measurements [22], [23]. Furthermore, data collected simultaneously by smartphone 
inertial sensors IMU such as (The accelerometer is used to compute the step count and step length; while 
accelerometer, magnetometer and gyroscope are used to expect the heading change between two adjacent 
steps) which is tracked using pedestrian dead reckoning PDR approach [24]-[27]. 

Figure 2(c) shows how data collected while the user walks together with the smartphone along the 
test area in which the collected data are used in the PDR module and measured magnetic reading data are 
matched with the magnetic fingerprint of the offline map. The results of PDR module are regarded as the 
motion model while the magnetic matching results are considered as the observation model of the fusion 
algorithm to obtain the position information of the user [28]-[34]. 


Path-based: Point-based: 
= Collect data along paths Collect data at points 
a 


C) Zee 


(a) (b) (c) 








Figure 2. These figures are, (a) The UWB anchor, (b) The UWB tag attached through USB cable with a 
smartphone, (c) Data collection with UWB and smartphone by the PDR approach 


4. RESULTS AND DISCUSSION 

In this section, the performance analysis proposed of the indoor positioning system is evaluated by 
establishing the area of the test at the corridor in front of the CIRGEO lab on the second floor of a building of 
the University of Padua in Italy. And to interpret the results there is two ways graphical and statistical 
analysis. Therefore, the estimated positions with the UWB is showed in Figure 3(a, b) which the black circles 
are illustrated the reference trajectory with the UWB for the position of the UWB anchors, along with a 
schematic map for the area of the test, and the green solid line is shown the ground truth of a short trajectory 
collected during the experiment by using trilateration method. 

Figure 4 shows the experiment of three tracks in phase one which used as a learning dataset for fast 
fingerprinting, also used to present the 2D trajectory estimated with UWB. Figure 4(a) shows the estimated 
tracks by using UWB anchors in phase one of the experiment, Figure 4(b) shows the central track on the first 
track in phase one of the experiment which is divided into six sub-tracks, Figure 4(c) shows the left track on 
the second track in phase one of the experiment which is divided into six sub-tracks and Figure 4(d) shows 
the right track on the third track in phase one of the experiment which is divided into four sub-tracks. 

In this experiment, there were several access points with different IDs in test area, but eighteen 
access points were used in phase one of the experiment. For instance, Figure 5 shows one of these access 
points, while Figure 5(a) shows the measurements estimated positions of the AP, Figure 5(b) shows the 
positions with four different colors depending on the value of the measured RSS and Figure 5(c, d) shows 
Wi-Fi access points APs in acquiring fine-grained synchronization and extract timing information. 
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Figure 3. These figures are, (a) All estimated positions with the UWB, (b) The reference trajectory by using UWB 
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Figure 4. These figures are, (a) The estimated tracks by using UWB anchors, (b, c, d) The experiment three 
tracks in phase one 
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(c) (d) 


Figure 5. The measurments estimated positions of the AP and it is RSS values vs time, (a) Positions of the 
AP, (b) Positions with four different colors, (c, d) Wi-Fi access points APs 


From the previous data of RSS values of the APs, Figure 6, shows a slight change in the three- 
dimensions of magnetic field behavior by using the magnetometer in IMU sensors. Which is estimated by 
walking from top to the bottom (center, left, right) of the corridor by using PDR approach that was equipped 
with IMU sensors and UWB transceivers, which should be effective for positioning purposes in phase one of 
the experiment. Figure 6(a, b) show the classifications of the magnetic field absolute value in the center, 
Figure 6(c, d) show the classifications of the absolute value of the magnetic field on the left, and Figure 6(e, 
f) clarify the classifications of the magnetic field absolute value on the right of the corridor that were 
collected frequently with standard fingerprinting. 

From the previous data from UWB devices and smartphone inertial sensors, the image of the 
magnetic field in three directions (x, y, z) were created to show the different paths in the center, left and right 
of the corridor. So, each created image must be separated into two images, one of which contains the odd 
paths and the other contains the even paths for easy handling and clarification. Thus Figure 7 reported the 
comparison between the magnetic field images that were created in the test area, while Figure 7(a) the odd 
images of the center that contain paths (1, 3, 5) and their RGB histograms, Figure 7(b) the even image of the 
center that contain paths (2, 4, 6) and their RGB histograms, Figure 7(c) the odd image of the left that contain 
paths (7, 9, 11) and their RGB histograms, Figure 7(d) the even image of the left that contain paths (8, 10, 12) 
and their RGB histograms, Figure 7(e) the odd image of the right that contain paths (13, 15) and their RGB 
histograms and Figure 7(f) the even image of the right that contain paths (14, 16) and their RGB histograms. 

After separation the magnetic field images in the test area, for instance, Figure 8 shows only five 
paths from all paths that have been created. So that one of them can be considered as a reference for others to 
match, which one is closer to the real path, by using the mutual information approach. So Figure 8(a) shows 
the path number one in the center of the corridor that is used as a reference, Figure 8(b) shows the path 
number three in the center of the corridor, Figure 8(c) shows the path number five in the center of the 
corridor, Figure 8(d) shows the path number twelve in the left side of the corridor and Figure 8(e) shows the 
path number sixteen in the right side of the corridor. 
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Figure 6. The changes in the absolute value of magnetic field characteristics in the test area, (a, b) Position on 
center, (c, d) Position on left, (e, f) Position on right 





(a) 


Figure 7. The comparstion between the magnetic field images in the test area and their RGB histograms, 
(a) Center that contain paths (1, 3, 5) 
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Figure 7. The comparstion between the magnetic field images in the test area and their RGB histograms, 
(b) Center that contain paths (2, 4, 6), (c) Left that contain paths (7, 9, 11), (d) Left that contain paths (8, 
10, 12), (e) Right that contain paths (13, 15) 
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Figure 7. The comparstion between the magnetic field images in the test area and their RGB histograms, 
(f) Right that contain paths (14, 16) (continue) 
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Figure 8. The magnetic field images for different paths in the center, left and right of the corridor, 
(a) Path number one, (b) Path number three, (c) Path number five, (d) Path number twelve 
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Figure 8. The magnetic field images for different paths in the center, left and right of the corridor, (e) Path 
number sixteen (continue) 


Table 2 illustrates the utilization of mutual information to match the total length of various paths 
with reference paths. When the odd paths (1, 3, 5) for the center and UWB reference trajectory are used 
alternately as a reference with other paths. Therefore, path five within the center (C5) is more neared as 
possible to the real path. Table 3 illustrates the utilization of mutual information to match the primary ten 
meters of the entire length of various paths with reference paths. When the odd paths (1, 3, 5) for the center 
and UWB are used alternately as a reference with other paths. So the path five in the center (C5) is the closest 
to the real path. 


Table 2. Mutual information matching for the total length of the path 


Reference Paths Different paths in the test area (with length 40 meter) 
(with lengh 40 path one in path three in path five in The path number The path number 


meter) center (C1) center (C3) center (C5) twelve in left sixteen in right 
(C1) 1 9.024e~° 0.0043 1.012e~°% 3.253e 74 
(C3) 9.024e-°4 1 0.0013 1.59e7°4 12g 
(C5) 0.0043 0.0013 1 2.58e0 2.24e4 

(UWB) 0.0294 0.0263 0.0372 3.124e 74 5.826e 7° 


Table 3. Mutual information matching for 10 meter only of the total length of the path 


Reference Paths Different paths in the test area(with length 10meter) 
(with lengh 10 The path number The path number 


meter) k oo a twelve in the left sixteen in the right 
(C1) l 0.0228 0.0314 2.9982e-04 0.0026 
(C3) 0.0263 1 0.0422 2.7829e-04 1.0729e-04 
(C5) 0.0214 0.0122 1 2.5158e-04 0.0118 
(UWB) 0.273 0.353 0.562 0.0127 0.0173 


5. CONCLUSION 

This experiment is like a crowdsensing because UWB transceivers and smartphone inertial sensors 
IMU are used. The pedestrian dead reckoning PDR approach allowed collecting freely areal online data sets 
and determined the local features of the magnetic field for the area of test equipped with Wi-Fi devices. Also, 
the veracity of the experiment results is based on the frequent collection of data (the higher the better), so 
such experiment is performed three phases and each phase contains three tracks to achieve more accurate 
positioning. Moreover, the fingerprinting method of this experiment was used to exploit the device positions 
that calculated with the UWB trilateration method in order to allow for the collection of data with free 
movement. In addition, the training process was accelerated by taking advantage of UWB-based location 
estimates, thereby dynamically acquiring sensor measurements. 

Finally, this experiment shows a low-priced mobile mapping system and a robust indoor positioning 
system are composed of the two categories of solutions “infrastructure-free” using PDR and “infrastructure- 
based” using Wi-Fi, smartphone inertial sensors IMU, and UWB transceivers are associated with a 
smartphone to be tracked. Also, the images of the magnetic field in three directions (x, y, z) are created for all 
paths in the area of test. Also, it allowed making comparison between these different paths using mutual 
information to match the closest path to the real one as previously known. 


Bulletin of Electr Eng & Inf, Vol. 10, No. 3, June 2021: 1325 — 1336 


Bulletin of Electr Eng & Inf ISSN: 2302-9285 O 1335 


ACKNOWLEDGEMENTS 


The authors are grateful to Prof. Antonio Vettore, the Director of Interdepartmental Research Center 


of Geomatics (CIRGEO), University of Padua, Italy for his support and help when collecting the data. 


REFERENCES 


[1] 


[2] 


[3] 


[7] 


[8] 


[10] 


[11] 


[12] 


[13] 


[20] 


[21] 


[22] 


H. Liu, B. Liu, H. Zhang, L. Li, X. Qin, and G. Zhang, “Crowd evacuation simulation approach based on 
navigation knowledge and two-layer control mechanism,” Information Sciences, vol. 436, pp. 247—267, 2018, doi: 
https://doi.org/10.1016/j.ins.2018.01.023. 

P. Davidson and R. Piché, "A Survey of Selected Indoor Positioning Methods for Smartphones," in JEEE 
Communications Surveys and Tutorials, vol. 19, no. 2, pp. 1347-1370, Secondquarter 2017, dot: 
10.1109/COMST.2016.2637663. 

C. H. Chen, “A cell probe-based method for vehicle speed estimation,” IEICE Transactions on Fundamentals of 
Electronics, Communications and Computer Sciences, vol. 103, no. 1, pp. 265-267, 2020, DOI: 
10.1587/transfun.2019TSLOOO1. 

X. Tian, R. Shen, D. Liu, Y. Wen, and X. Wang, "Performance Analysis of RSS Fingerprinting Based Indoor 
Localization," in IEEE Transactions on Mobile Computing, vol. 16, no. 10, pp. 2847-2861, 1 Oct. 2017, doi: 
10.1109/TMC.2016.2645221. 

X. Wang, et al., “Received signal strength-based localization for large space indoor environments,’’ International 
Journal of Distributed Sensor Networks, vol. 13, no. 1, January 2017. DOI: 10.1177/1550147716686576. 

H. Xie, T. Gu, X. Tao, H. Ye, and J. Lu, "A Reliability-Augmented Particle Filter for Magnetic Fingerprinting 
Based Indoor Localization on Smartphone," in IEEE Transactions on Mobile Computing, vol. 15, no. 8, pp. 1877- 
1892, 1 Aug. 2016, doi: 10.1109/TMC.2015.2480064. 

C. Wu, Z. Yang, Z. Zhou, Y. Liu and M. Liu, "Mitigating Large Errors in WiFi-Based Indoor Localization for 
Smartphones," in JEEE Transactions on Vehicular Technology, vol. 66, no. 7, pp. 6246-6257, July 2017, doi: 
10.1109/TVT.2016.2630713. 

C. Wu, Z. Yang, and C. Xiao, "Automatic Radio Map Adaptation for Indoor Localization Using Smartphones," in 
IEEE Transactions on Mobile Computing, vol. 17, no. 3, pp. 517-528, 1 March 2018, dot: 
10.1109/TMC.2017.2737004. 

M. Mostafa, S. Zahran, A. Moussa, N. El-Sheimy, and A. Sesay, ‘‘Radar and visual odometry integrated system 
aided navigation for UAVs in GNSS denied environment,” Sensors, vol. 18, no. 9, p. 2776, 2018, doi: 
https://doi.org/10.3390/s18092776. 

P. K. Binu, R. A. Krishnan, and A. P. Kumar, "An efficient indoor location tracking and navigation system using 
simple magnetic map matching,” 20/6 IEEE International Conference on Computational Intelligence and 
Computing Research (ICCIC), Chennai, 2016, pp. 1-7, doi: 10.1 109/ICCIC.2016.7919537. 

P. G. Widyawan, et al., “Virtual lifeline: Multimodalsensor data fusion for robust navigation in unknown 
environments,’ Pervasive and Mobile Computing, vol. 8, no. 3, pp. 388-401, 2012, 
https://doi.org/10.1016/j.pmcj.2011.04.005. 

Z. Yin, C. Wu, Z. Yang, and Y. Liu, "Peer-to-Peer Indoor Navigation Using Smartphones," in IEEE Journal on 
Selected Areas in Communications, vol. 35, no. 5, pp. 1141-1153, May 2017, doi: 10.1109/JSAC.2017.2680844. 

J. Xu, et al., "Embracing Spatial Awareness for Reliable WiFi-Based Indoor Location Systems," 2018 IEEE 15th 
International Conference on Mobile Ad Hoc and Sensor Systems (MASS), Chengdu, China, 2018, pp. 281-289, doi: 
10.1109/MASS.2018.00050. 

H. Benzerrouk and A. V. Nebylov, "Robust IMU/UWB integration for indoor pedestrian navigation," 2018 25th 
Saint Petersburg International Conference on Integrated Navigation Systems (ICINS), St. Petersburg, Russia, 2018, 
pp. 1-5, doi: 10.23919/ICINS.2018.8405844. 

J. Kuang, X. Niu, P. Zhang, and X. Chen, ‘‘Indoor positioning based on pedestrian dead reckoning and magnetic 
field matching for smartphones,’’ Sensors, vol. 18, no. 12, p. 4142, 2018, doi: https://doi.org/10.3390/s18124142. 
A. Masiero, A. Guarnieri, F. Pirotti, and A. Vettore, ‘‘A particle filter for smartphone-based indoor pedestrian 
navigation,” Micromachines, vol. 5, no. 4, pp. 1012-1033, 2014, doi: https://doi.org/10.3390/mi5041012. 

Y. Ma, X. Hui, and E. C. Kan, ‘‘3d real-time indoor localization via broadband nonlinear backscatter in passive 
devices with centimeter precision,’’ In: Proceedings of the 22nd Annual International Conference on Mobile 
Computing and Networking, ACM, 2016. pp. 216—229, doi: https://doi.org/10.1145/2973750.2973754. 

X. Tian, et al., "Improve Accuracy of Fingerprinting Localization with Temporal Correlation of the RSS," in JEEE 
Transactions on Mobile Computing, vol. 17, no. 1, pp. 113-126, 1 Jan. 2018, doi: 10.1109/TMC.2017.2703892. 

Y. Han, H. Liu, and P. Moore, ‘‘Extended route choice model based on available evacuation route set and 
itsapplication in crowd evacuation simulation,” Simulation Modelling Practice and Theory, 2017, 75, pp. 1—16, 
https://doi.org/10.1016/j.simpat.2017.03.010. 

S. Yu, S. Jan and, D. S. De Lorenzo, "Indoor navigation using Wi-Fi fingerprinting combined with pedestrian dead 
reckoning," 2018 IEEE/ION Position, Location and Navigation Symposium (PLANS), Monterey, CA, USA, 2018, 
pp. 246-253, doi: 10.1109/PLANS.2018.8373387. 

F. Herranz, A. Llamazares, E. Molinos, M. Ocaña, and M. A. Sotelo, “WiFi SLAM algorithms: An experimental 
comparison,” Robotica, vol. 34, no. 4, pp. 1—22, Jul. 2014, DOI:10.1017/ S0263574714001908. 

M. Hardegger, G. Tréster, and D. Roggen, “Improved action SLAM for long-term indoor tracking with wearable 
motion sensors,” in Procedings ISWC, 2013, pp. 1—8, doi: https://doi.org/10.1145/2493988.2494328. 


Indoor positioning system based on magnetic fingerprinting -images (Ahmed Gamal Abdellatif Ibrhaim) 


1336 O ISSN: 2302-9285 


[23] Pozyx Labs: Pozyx positioning system. https://www.pozyx.io/, 2015. 

[24] G. Retscher, V. Gikas, H. Hofer, H. Perakis, and A. Kealy, “Range validation of UWB and Wi-Fi for integrated 
indoor positioning applied geomatics,” vol. 11, no. 2, pp. 187-195, 2019, doi: https://doi.org/10.1007/s12518-018- 
00252-5. 

[25] J. W. Kim, D. Kim, and B. Jang, "Application of Local Differential Privacy to Collection of Indoor Positioning 
Data," in IEEE Access, vol. 6, pp. 4276-4286, 2018, doi: 10.1109/ACCESS.2018.2791588. 

[26] M. Sakr, A. Masiero, and N. El-Sheimy, “LocSpeck: A collaborative and distributedpositioning system for 
asymmetric nodes based on UWB ad-hoc network and Wi-Fingerprinting,” Sensors, vol. 20, no. 1, p. 78, 2020, doi: 
https://doi.org/10.3390/s20010078. 

[27] P. Mirowski, D. Milioris, P. Whiting, and T. K. Ho, "Probabilistic radio-frequency fingerprinting and localization 
on the run," in Bell Labs Technical Journal, vol. 18, no. 4, pp. 111-133, March 2014, doi: 10.1002/bltj.21649. 

[28] C. Feng, W. S. A. Au, S. Valaee, and Z. Tan, "Received-Signal-Strength-Based Indoor Positioning Using 
Compressive Sensing," in IEEE Transactions on Mobile Computing, vol. 11, no. 12, pp. 1983-1993, Dec. 2012, 
doi: 10.1109/TMC.2011.216. 

[29] V. Guimaraes, et al., "A motion tracking solution for indoor localization using smartphones," 2016 International 
Conference on Indoor Positioning and Indoor Navigation (IPIN), Alcala de Henares, Spain, 2016, pp. 1-8, doi: 
10.11 09/IPIN.2016.7743680. 

[30] Y. Li, Z. He, J. Nielsen, and G. Lachapelle, "Using Wi-Fi/magnetometers for indoor location and personal 
navigation," Banff, AB, Canada, 2015, pp. 1-7, doi: 10.1 1O9/IPIN.2015.7346764. 

[31] Piras, M. Piras, A. Lingua, P. Dabove, and I. Aicardi, "Indoor navigation using Smartphone technology: A future 
challenge or an actual possibility?," 2014 IEEE/ION Position, Location and Navigation Symposium -PLANS 2014, 
Monterey, CA, USA, 2014, pp. 1343-1352, doi: 10.1109/PLANS.2014.685 1509. 

[32] H-H. Liu, “The quick radio fingerprint collection method for a wifi based indoor positioning system,” Mobile 
Networks and Applications, pp. 1-11, 2015, doi: https://doi.org/10.1007/s 1 1036-015-0666-4. 

[33] M.-S. Choi and B. Jang, “An accurate fingerprinting based indoor positioning algorithm,” International Journal of 
Applied Engineering Research, vol. 12, no. 1, pp. 86—90, 2017. 

[34] H. Zheng, M. Gao, Z. Chen, X. Liu, and X. Feng, "An Adaptive Sampling Scheme via Approximate Volume 
Sampling for Fingerprint-Based Indoor Localization," in IEEE Internet of Things Journal, vol. 6, no. 2, pp. 2338- 
2353, April 2019, doi: 10.1109/JIOT.2019.2906489. 


Bulletin of Electr Eng & Inf, Vol. 10, No. 3, June 2021: 1325 — 1336 


